I.E.E.E. 

CONVENTION 
N. Y. COLISEUM 

EXHIBITS (4 DAYS ONLY) 

Monday through Thursday 

March 21-24 
11:30 A.M. - 9:30 P.M. 

SEALECTRO I.E.E.E. BOOTH 

2G 43 - 2G 45 

PRESS-FIT CONHEX 

Teflon Terminals R. F. Connectors 

ACTAN MICROHEX 

Programming Switches Microminiature R. F. Connectors 

SEALECTOBOARD DELTIME 

Programming Boards Delay Lines 








HOSPITALITY SUITE 
ESSEX HOUSE 




SEE ^ 

SEALECTRO ^ 

AT I.E.E.E. BOOTHS 


SUITE 433 


O 


2G 43 


2G45 


for refreshment, 
rest end 
information 




visit with os . . . 

in our NEW Hospitality 
Suite 433 at 
the Essex House 

Centre! Perk South 
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WALLET REMINDER 
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HOSPITALITY SUITE 433 
ESSEX HOUSE 




SEALECTRO CORPORATION 

MAM ARONECK, NEW YORK 
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CENTRAL PARK SOUTH 
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I.E.E.E. MARCH 21-24 
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